To:  McCasland,  Mark[McCasland. Mark@epa.gov];  Atkins,  Blake[Atkins. Blake@epa.gov];  Brown, 

Jamesr[brown.jamesr@epa.gov];  Crossland,  Ronnie[Crossland. Ronnie@epa.gov];  Foster, 
Althea[Foster.Althea@epa.gov];  Restivo,  Angela[Restivo .Angela@epa.gov];  Webster, 
Susan[webster.susan@epa.gov] 

From:  Garcia,  David 

Sent:  Tue  8/1 1/2015  5:19:05  PM 

Subject:  RE:  GKM  - Note  from  meeting  last  night 


I will  be  at  nmed  un  about  an  hour.  I will  follow  up. 
Sent  from  my  Windows  Phone 


F rom : McCasland,  Mark 

Sent:  8/11/2015  8:11  AM 


To:  Atkins,  Blake;  Brown,  Jamesr;  Crossland,  Ronnie:  Foster,  Althea:  Garcia,  David;  Restivo, 
Angela:  Webster,  Susan 

Subject:  GKM  - Note  from  meeting  last  night 


Secretary  Flynn  (NMED)  announced  at  the  public  meeting  last  night  that  NMED  has 
been  taking  river  samples  every  6 hours  for  metals.  Could  we  get  someone  to  talk  to  the 
DW  folks  or  whoever  at  NMED  to  see  what  you  might  get  as  far  as  sharing  that  data 
once  they  get  it. 


Thanks, 


Mark  McCasland 
US  EPA  Region  6 
Drinking  Water  Section  (6WQ-SD) 
1445  Ross  Ave,  Suite  1200 
Dallas,  TX  75202-2733 
(214)665-8088  (w) 

mccasland  mark@epa.gov 
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